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Annual  Report  of  Medical  Officer  of  Health  - 1951. 

ftlMTON  & WALTON  Urban  District  Council, 

Refj  Circ.  39/51 
Giro,  210/46 

nemo.  302/S*A,  4th  February,  1951 

There  lias  been  no  sliipping  in  the  above  district 
during  1951,  and  no  action  under  the  regulations  has  been 
required* 


Yours  faithfully. 


Medical  Officer  of  Health, 
Town  Hall,  Clacton,  Essex* 


Toj  The  Secretary,  (3  copies) 
Ministry  of  Health, 

Savlle  Row, 

London,  W*l* 

Copy  to*  County  M.0*H*, 


Essex  County  Council 


